




REMAINS OF QUEEN WILHELMINA INN 

BUILT IN 1896. RESTORED IN 1962. 

LOCATED IN BEAUTIFUL 
QUEEN WILHELMINA STATE PARK. 

NEAR MENA, ARKANSAS. o 
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